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Apiary Industry Sectional Committee, FAD 03 


FOREWORD 


This Indian Standard (First Revision) was adopted by the Bureau of Indian Standards, after the draft finalized by 
the Apiary Industry Sectional Committee had been approved by the Food and Agriculture Division Council. 


To control bee predatory Vespa species which attack bee colonies for their food, an easier and efficient way is to 
use wasp traps. Wasp trap is a wooden box resembling a beehive, outwardly, designed to trap wasps with the 
help of baits like fermented honey, jaggery, rotten fish, rotten fruits, putrefied meat and discarded brood count 
with little honey stores. Wasp traps should be placed preferably in the centre of the apiary (1 to 2 traps per apiary) 
during the period of activity of wasps. 


Baits are placed in the lower chamber to attract wasps, which enter the trap through its entrance. The wasps enter 
the top cover through the central hole of the inner cover and are ultimately caught in the wire cage. The cage is 
then removed and wasps are destroyed. 


This standard was originally published in the year 1974. This revision has been brought to keep pace with the 
latest technological developments and international practices. In this revision, dimensional requirements of the 
wasp trap have been specified separately for Apis cerana and Apis mellifera apiaries as per current industry 
practices. Apart from the above, the standard has been brought out in the latest style and format of the Indian 
Standards. 


The composition of the Committee responsible for the formulation of this standard is given in Annex A. 


For the purpose of deciding whether a particular requirement of this standard is complied with the final value, 
observed or calculated expressing the result of a test or analysis, shall be rounded off in accordance with 
IS 2 : 2022 ‘Rules for rounding off numerical values (second revision)’. The number of significant places retained 
in the rounded off value should be the same as that of the specified value in this standard. 
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Indian Standard 
WASP TRAP — SPECIFICATION 


( First Revision ) 


1SCOPE 


This standard prescribes the material, dimensions 
and other requirements of wasp traps for 
Apis cerana and Apis mellifera apiaries. 


2 REFERENCES 


The standards given below contain provisions 
which, through reference in this text, constitute 
provisions of this standard. At the time of 
publication, the editions indicated were valid. All 
standards are subject to revision, and parties to 
agreements based on this standard are encouraged 
to investigate the possibility of applying the most 
recent editions of these standards: 


IS No. Title 


IS 399 : 1963 Classification of commercial 
timbers and their zonal 
distribution 


IS 1515:2013  Beehives — Specification 
(fourth revision) 


3 REQUIREMENTS 
3.1 Essential Parts 


Assembly of wasp trap is shown in Fig. 1. The wasp 
trap shall be placed on a suitable stand (see Fig. 1). 
Wasp trap shall consist of the following main parts: 


a) Wire gauze cage (see Fig. 2) 

b) Top cover (see Fig. 3A and 3B) 

c) Inner cover (see Fig. 4 A and 4B) 

d) Lower chamber (see Fig. 5A and 5B) 


3.2 Shape and Dimensions 


The wasp trap and its parts should conform as far 
as possible to the shape and dimensions as given in 
Fig. 1 to 5. Measurements given in Fig. 3A, 4A and 
5A are applicable for wasp trap for Apis cerana, 
whereas those given in Fig. 3B, 4B and 5B are 
applicable for wasp trap for Apis mellifera. 


3.3 Material 
3.3.1 Wood 


Well-seasoned timber, such as teak (Tectona 
grandis Linn.), piney (Hardwichia pinnata Roxb.), 
pine (Pinus roxburghii Roxb), kail 
(Pinus wallichiana A.B. Jacks) and toon 
(Cedrela toona Roxb.) (see IS 399) shall be used. 


3.3.2 Wire 


The wire used shall be galvanized mild steel wire 
of diameter 0.4 mm. There shall be 16 holes in one 
square centimetre screen area. 


3.3.3 Bee Escape Gate 


The details and dimensions of bee escape gate shall 
be as given in IS 1515. 


3.4 Workmanship and Finish 


The different parts of the trap should have smooth 
finish. Exterior surface shall be painted white, light 
blue, light green or yellow to prolong the life of the 
equipment. All joints shall be fixed with suitable 
synthetic wooden adhesive and sound to withstand 
normal use. The trap shall be suitably reinforced by 
side bars and supports. 


4 PACKING AND MARKING 

4.1 Packing 

The different parts of the trap shall be packed in 
such a way as to protect them from damage in 
transit and during storage. 


4.2 Marking 


4.2.1 The following information shall be shall be 
legibly and indelibly engraved on each wasp trap: 


a) Name of the manufacturer; 
b) Batch or code number; and 
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c) Registered trade-mark, if any. assessment schemes under the provisions of the 


Bureau of Indian Standards Act, 2016 and the 
Rules and Regulations framed thereunder, and the 
products may be marked with the Standard Mark. 


4.2.2 BIS Certification Marking 


The product(s) conforming to the requirements of 
this standard may be certified as per the conformity 
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FIG. 1 ASSEMBLY OF WASP TRAP 
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WITH BOTTOM 


All dimensions in millimeters. 


FIG. 2 WIRE GAUZE CAGE AND CONE 
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All dimensions in millimeters. 


Fic. 3A TOP COVER 
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All dimensions in millimeters. 


Fic. ЗВ ТОР COVER 


All dimensions in millimeters. 


FIG. 4A INNER COVER 
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All dimensions in millimeters. 


FIG. 4B INNER COVER 
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All dimensions in millimeters. 


FIG. 5A LOWER CHAMBER 
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All dimensions in millimeters. 


FIG. 5B LOWER CHAMBER 
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ANNEX A 
(Foreword) 
COMMITTEE COMPOSITION 


Apiary Industry Sectional Committee, FAD 03 


Organization 
Punjab Agricultural University, Ludhiana 


All India Coordinated Research project (Honey 
bee & Pollinators), ICAR, New Delhi 


Central Bee Research & Training Institute, Pune 


Central Food Technological Research Institute, 
Mysuru 


Central Institute of Post-Harvest Engineering 
and Technology, Ludhiana 


College of Agriculture, KAU, 
Thiruvananthapuram 


Confederation of Indian Industry, New Delhi 


Consumer Guidance Society of India, Mumbai 


Dabur India Ltd, Sahibabad 


Department of Entomology, Assam Agricultural 
University, Jorhat 


Department of Entomology, Chaudhary Charan 
Singh Haryana Agriculture University, 
Hissar 


Directorate of Marketing & Inspection, 
Faridabad 


Dr Y.S. Parmar University of Horticulture and 
Forestry, Solan 


Export Inspection Council of India, New Delhi 


Food Safety and Standards Authority of India, 
New Delhi 


G.B. Pant University of Agriculture and 
Technology, Pantnagar 


Khadi and Village Industries Commission, 
New Delhi 


Mann Makhi Farm, Bathinda 


National Bee Board, New Delhi 


Representative(s) 


PROF P. K CHHUNEJA (Chairperson) 


DR K. M. KUMARANAG 


SHRI R. K. SINGH 


DR R. SUBRAMANIAN 
DR S. P. MUTHUKUMAR (Alternate) 


DR SANDEEP MANN 
DR GURU P. N. (Alternate) 


DR AMRITHA V.S. 
DR VUAYASREE V. (Alternate) 


Ms NEHA AGGARWAL 


DR SITARAM DIXIT 
DR M. S. KAMAT (Alternate) 


DR RICHA PRITWANI 


DR MUKUL KUMAR DEKA 
SHRI PARTHA PRATIM GYANUDOY DAS 
(Alternate) 


SHRI YOGESH KUMAR 
MS SUNITA YADAV (Alternate) 


SHRI THANGARAJ 
DR D. M. GOVINDA REDDY (Alternate) 


DR R. K. THAKUR 


SHRI WASI ASGHAR 


MS ANJU KAVI 


DR A. K. KARNATAK 


SHRI PRASANTA KUMAR SATAPATHY 


SHRI GUCHARAN SINGH MANN 
SHRI DEEPINDER SINGH (Alternate) 


SHRI B. L. SARASWAT 
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Punjab Agricultural University, Ludhiana 


Punjab Biotechnology Incubator Agri & Food 
Testing Laboratory, Mohali 


Ramakrishna Mission Krishi Vigyan Kendra, 
Nimpith Ashram, Paraganas 


Rubber Board, Kottayam 


Samanyu Honey, Doraha 


Sher-e-Kashmir University of Agricultural 
Sciences and Technology, Kashmir 


Tiwana Bee Farm, Ludhiana 


VOICE, New Delhi 


In Personal Capacity (Flat no. 15 B, Building, 
Sushant co-op Society, Pashan, Pune - 
411021) 


BIS Directorate General 


Representative(s) 
SHRI JATINDER SINGH 
SHRI NARPINDER SINGER (Alternate) 


DR JASPAL SINGH 
DR AMIT CHOUDHARY (Alternate) 


DR AJIT DUA 


DR CHANDAN KUMAR MONDAL 
DR PRABIR KUMAR GARAIN (Alternate) 


SHRI JOHNSON K. G. 
SHRI VINCENT K. A. (Alternate) 


SHRI JATINDER JEET PAL 


DR MANZOOR AHMAD PARAY 
DR MUNAZZAH Y AQOOB (Alternate) 


SHRI JASWANT SINGH TIWANA 
SHRI JASVIR SINGH KAHLON (Alternate) 


SHRI M. A. U. KHAN 


DR K. LAKSHMI RAO 


SHRIMATI SUNEETI TOTEJA, SCIENTIST ‘E’/DIRECTOR 
AND HEAD (FOOD AND AGRICULTURE) 
[REPRESENTING DIRECTOR GENERAL (Ex-officio)] 


Member Secretary 
SHRI DEBASISH MAHALIK 
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Bureau of Indian Standards 


BIS is a statutory institution established under the Bureau of Indian Standards Act, 2016 to promote harmonious 
development of the activities of standardization, marking and quality certification of goods and attending to 
connected matters in the country. 


Copyright 


BIS has the copyright of all its publications. No part of these publications may be reproduced in any form without 
the prior permission in writing of BIS. This does not preclude the free use, in the course of implementing the 
standard, of necessary details, such as symbols and sizes, type or grade designations. Enquiries relating to 
copyright be addressed to the Head (Publication & Sales), BIS. 


Review of Indian Standards 


Amendments are issued to standards as the need arises on the basis of comments. Standards are also reviewed 
periodically; a standard along with amendments is reaffirmed when such review indicates that no changes are 
needed; if the review indicates that changes are needed, it is taken up for revision. Users of Indian Standards 
should ascertain that they are in possession of the latest amendments or edition by referring to the website- 
www.bis.gov.in or www.standardsbis.in. 


This Indian Standard has been developed from Doc No.: FAD 03 (19983). 
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